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GEORGIA ...6.0075

FLOOD FLOWS FROM SMALL DRAINAGE BASINS IN IL-
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GRAPHS FROM SMALL DRAINAGE BASINS IN SOUTH
DAKOTA ,..6.0366

INVESTIGATION OF THE MAGNITUDE AND FREQUEN-
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MISSISSIPPI ...6.0065
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FOUR PHYSIOGRAPHIC REGIONS OF GEORGIA
..,6.0074
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BRIDGE SITE INVESTIGATIONS ...6.0114

DISCHARGE CHARACTERISTICS OF HURRICANE BARRI-
ER, EAST PASSAGE OF NARRAGANSETT BAY, RHODE
ISLAND - HYDRAULIC MODEL INVESTIGATION
..,6.0117

ANSONIA-DERBY LOCAL PROTECTION PROJECT, NAU-
GATUCK AND HOUSATONIC RIVERS, CONNECTICUT -
HYDRAULIC MODEL INVESTIGATION ...6.0118

INVESTIGATION AND ANALYSIS OF FLOODS FOR
SMALL DRAINAGE AREAS IN NEW MEXICO ...6.0129
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FECTS OF DRAINAGE BASIN CHARACTERISTICS -
NORTH DAKOTA ...6.0138
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